MM7 Safety Huddle 


1.10.2023 


- Reviewed PG data with staff: ‘Nurses Explain in a way you understand.’ 

-~ _ Caitlynn Waddell — sharing of the Stratus devices with of Mass Mutual and South Wing units 
results in a barrier to communicating with patients that do not speak English and this delay may 
impact these scores — is there a possibility of getting a Stratus device designated for MM7 to 
decrease these delays and see if there is an impact on PG scores? 

- Roxy to bring concern to Tier 2 Huddle for discussion; requested staff bring any delays or issues 
with obtaining Stratus to safety huddle 


